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COUNTY OF LOS ANGELES - SHERIFF'S DEPARTMENT - SUPPLEMENTARY REPORT 


DATE DECEMBER 29, 1995 FILE NO. 095-10917-1575-055 
ASSAULT WITH A DEADLY WEAPON ON A Action Taken ACTIVE/ INVESTIGATION 
PEACE OFFICER/DEPUTY INVOLVED MADE/WITNESSES INTER- 
SHOOTING VIEWED/EVIDENCE COL- 


LECTED/CORONER'S CASE 
NARANJO, VICTOR J. MH/36 (DEPUTY) NUMBER ASSIGNED -#95- 


10121/AUTOPSY PER- 
12-25-95 (MONDAY) AT 2257 HOURS FORMED 


L- 


MMMM NORWALK BOULEVARD, WHITTIER (UNINCORPORATED AREA) 


BOWLES, JAMES EUGENE MW/34 (DECEASED) 


NORWALK BOULEVARD, WHITTIER CA 90660 
EVIDENCE HELD 


Item #1 - One video tape of crime scene. 


Item #2 - Two audio tapes of interviews with SES 


, Deputies Antonio Fascio, 
ames cGuffin, Victor Naranjo and Sergeant Timothy 
Glover. 


Item #3 - One audio tape of 911 call t i i i artment 
made by Simi =>: ie 


Item #4 - One audio tape of 911 call to Pico Rivera Station trans- 
ferred from Whittier Police Department. 


Item #5 - One audio tape of radio transmissions from Unit 152 EM's 
(Deputies Naranjo and Fascio). 
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On 12-25-95 at approximately 2330 hours, Investigators were dis- 
patched from their respective residences to investigate the 
circumstances surrounding the deputy involved shooting at the 
above location. 


Sergeant Michael Lee and Deputy Cheryl Comstock were assigned to 
assist Investigators. 


Investigators arrived at the location at approximately 0020 hours 
and contacted Deputy James Tatreau, E 52A EM's, Pico 
Rivera Station. 


Deputy Tatreau advised Investigators that a radio call of a 417 
(man with a gun) at the above location threatening to barricade 
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himself, and had already fired one shot into the ceiling of the 
location (suspect's residence), Tag 36. 


Deputy Tatreau and his partner, Deputy McNeal, were responding to 
the location when they were advised that deputies were involved in 
a shooting there. Deputies Tatreau and McNeal will write a 
detailed report of their actions which will be obtained and made a 
permanent part of this file. 


Sergeant Lee and Investigator Comstock were assigned to process 
the scene and collect any evidence. They will write a report 
detailing their actions which will be obtained and made a per- 
manent part of this file. 


Investigators responded to Norwalk Sheriff's Station where they 
interviewed witnesses and deputies. 


On 12-26-95 Investigators interviewed E: < 
DOB: eet ae cr] This interview was tape recorded, eginning at 
0129 hours, ending at 0204 hours. Below is a synopsis of this in- 
terview. 


MMMM, i- Suspect Bowles M- has becn ST 
for approximat years. said that she, the 
ve m 
J at the location. 


| ss she arrived at home from work at approximately 
1545 hours. When she got home Suspect Bowles had drank almost 
four 12-packs of beer because there were numerous beer cans on the 
coffee table in the living room and the house was filthy. 


Suspect Bowles was angry with her and when she gave him his 
Christmas present to open, he threw it across eo 
Suspect Bowles started yelling and screaming at i tell- 
ing her that this was going to be her worst nightmare, calling her 
all kinds of names and accusing her of having an |__| 
EE said Suspect Bowles calls her MMMM 911. He told her 
leave the location which she eventually did, and called 911 tell- 
ing the operator that a neighbor of hers was arguing and had fired 
a gun in the ceiling earlier. She also told the 911 operator that 
the neighbor Oo barricade himself in the garage if the 
olice came. told Investigators she used the name of 
when she made the 911 call. 


Out of nowhere, Suspect Bowles pulled out a gun, threatening her, 
then shot a hole in the ceiling and put the gun back in his 
waistband. ME -2id she was scared her S was going 
to shoot her because he was drunk. When her N vo" out the 
back door, she left through the front door and ca. 911. 
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When she was driving back to the location, she heard three gun- 
shots. 


did not recall seeing a box of bullets on the coffee 
[a en she left to make the 911 call. She said 
was at the location with Suspect Bowles when she left. 


a. . that on 03-31-95, Suspect Bowles barricaded him- 
se in the garage. She has made numerous calls to the police 
station in the past. 


Today was the first time Suspect Bowles had pulled a gun on her 
and she was scared for her life. 


ae .:: informed of her e an death by Investigators, 
who had family members respond to Norwalk Sheriff's Station for 
her. 


On 12-26-95, Investigators interviewed 

» MW/38. This interview was tape recorded, starting at 0225 
ours and ending at 0247 hours. Below is a synopsis of this in- 
terview. 


Witness N- he was dropped off at the location by his 
mother between 1800-1900 hours. He was going to spend the night 
at the Bowles resid j 
the next da 


for mentally hand- 


is a resident at E] == lives 


lidays, shuttles him between his mom's 


Witness 
near his mo 
house and the 


Witness BE said that when he arrived at the Bowles 
residence, Suspect Bowles was "knocked out," asleep on the couch. 
He was holding a beer in his hand which nitness MEG removed 
and put away. 


Suspect Bowles woke up, got up, took a shower, and returned to the 
living room and sat on the couch. Suspect Bowles took his 
shirt off and told o call 911. She told him she didn't want 
to. He told her and her brother to leave, which they eventually 
did. 


Suspect R s arguing and cussing at | | She showed 
Witness where he shot up oj of (ceiling of living 
room). That happened before Witness got there. 

Witness QM said he told Suspect Bowles not to mess with LAPD 
or the Sheriff's saying they were trained marksmen, military men 
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and that they are trained to shoot through the heart, etc. 
Suspect Bowles said, "| | you see this box of bullets (on the 
coffee table)? They are for the Sheriff's; I'm going to start 
blasting the Sheriffs left and right." He was talking like he 
wanted to commit suicide. The gun was laying on the couch next to 
him (on his right side). 


Witness MM saia he was sitting on the couch on Suspect 
Bowles' right side, the gun was pointing towards him (Witness 


Witness MBM said the Sheriffs knocked on the door and Suspect 
Bowles told him to say "Who is it?" e did, and was 
answered, "Sheriff's Department." Witness said he told 
Suspect Bowles, "Why don't you let me open the door and let them 
come in." Suspect Bowles said he was going to start shooting the 
Sheriffs. He told me to go to the bedroom which I did. I was 
scared. First they (Sheriff's) hit the door with their sticks and 
then they kicked the door. He wasn't going to open it and told me 
"not to open the damn door," and didn't want me to be in the 
living room when the shooting started. It seemed like he wanted 
to commit suicide. 


Witness MN =: he left the room before the Sheriff's kicked 
the door. He heard three shots, but did not see the shooting. He 
did not know who shot first, Suspect Bowles or the Sheriff. 


Witness leer esl said Suspect Bowles kicked the front door shut 
approximately five to ten minutes before cops got there. The door 
was chained and locked. 


Witness [BBB said Suspect Bowles had a five shot "Bulldog" 
which was blue or black steel. The bullets on the table were hol- 
low tip. 


witness MEN said he asked Suspect Bowles, "You want me to 
open the door, put the gun someplace?" Suspect Bowles said, "No." 
Witness E] said he did not see the gun in Suspect Bowles' 
hand when he went to the bedroom. He did not witness the shoot- 


ing, he only heard the shots. Witness SMM 2i he was then 
transported to the station. 


On 12-26-95, Investigators interviewed Deputy Antonio Fascio, Jr. 
This interview was tape recorded beginning at 0301 and ending at 
0319. Below is a synopsis of his interview: 


Deputy Fascio and Deputy Naranjo were working 152 EM's as partners 
on 12-25-95 
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Deputy Fascio said they were assigned a call of a 417/415F (Man 
with a gun, family disturbance) at the above location. They were 
responding with other units and Deputy Fascio was coordinating the 
units' response. Units 151T1, 151B, 151A were responding and 150S 
was en route. The MDT stated "male/Hispanic involved in a fight 
with a female", "the male/Hispanic had already discharged a weapon 
and if police respond to the location, the suspect was going to 
barricade himself in the garage." 


Deputy Fascio said Deputy Naranjo positioned himself at the front 
door, right side and he (Deputy Fascio) was positioned left of the 
front door near the living room window. 


Deputy Fascio said he looked inside the location through the win- 
dow curtain that was slightly open. He saw a male with tattoos 
sitting on the couch, facing the street, with a blank stare. 
Deputy Fascio said, "I could see his hands, didn't see anything in 
his hands." Deputy Naranjo knocked on the front door with his 
flashlight. No one answered the door. At that time, another per- 
son who was wearing a dark shirt, crossed the area of the window 
Deputy Fascio was looking through. Deputy Fascio said he informed 
Deputy Naranjo that there was a person walking toward the door. 
At that time, the person in the dark shirt said, "Who is it?" 
Deputy Naranjo said, "Sheriff's Department." The suspect on the 
couch looked towards the door. Deputy Fascio said he saw the 
suspect reach to his right. He could not see what the suspect was 
reaching for because of the small gap in the window curtain. The 
suspect brought his right arm across his lap and Deputy Fascio 
could see a gun in the suspect's right hand and he held on to it, 
placing it in his lap between his legs at an angle. Deputy Fascio 
said he told Deputy Naranjo "He's 417" and backed away from the 
window to take cover and could not longer see the suspect or what 
he was doing. Deputy Naranjo kicked open the door and yelled, 
"Drop it, drop the gun, drop it" and Deputy Fascio said he heard 
three shots. 


Deputy Naranjo entered the location with Sergeant Glover. Once 
Deputy Fascio entered the location, they cleared the house. 
Paramedics were called and the suspect was transported to the 
hospital. 


Deputy Fascio said when he saw the gun, he thought either he or 
Deputy Naranjo was going to get shot by the suspect. He didn't 
know where the other male was until he crossed his view and didn't 
know if he was going toward the door to open it or not. He lost 
sight of him. 


Deputy Fascio said when they got to the window, he flashed his 


flashlight at the suspect on the couch. There was no response by 
the suspect, he just stared straight ahead. 
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On 12-26-95, Investigators interviewed DEPUTY JAMES MC GUFFIN, 
Unit 151T1 EM's. This interview was tape recorded beginning at 
0335 hours and ending at 0344 hours. 


A call came out as a 417 (person with a gun) 415 family, at the 
location on Norwalk Boulevard. The information on the call was 
that there were or had been gunshots earlier in the night and 
there was a man with a gun. Deputy McGuffin said he was an as- 


sisting unit. Responding deputies met south of the location at 
Norwalk and Mines to see how they were going to approach the 
house. Deputy McGuffin said he had been at the location numerous 


times in the past, a lot of drugs go through there, and the loca- 
tion presents a tactical problem for response. Deputy Mc Guffin 
said he has had numerous contacts with James Bowles in the past. 
The last time Deputy McGuffin was at the location there had been 
some kind of violence, all the windows in the front had been blown 
out. 


Deputy McGuffin said he, Deputy Naranjo and Deputy Fascio, were 
going to take the front of the house, Deputies Prohav and Cramer 
contained the rear of the location. 


Deputy Naranjo took the front door. Deputy Fascio was on the left 
side of the front door near the window. Deputy McGuffin was 8 to 
10 feet to the right of Deputy Naranjo and took cover behind a 
wall. 


Deputy McGuffin said Deputy Naranjo knocked on the door. Deputy 
Fascio could see through the cracks in the curtain and said he saw 
a male sitting on the couch. Deputy Naranjo knocked on the door 
and said "Sheriff's Department here." Deputy McGuffin said he 
could hear a voice from inside, but could not hear what was being 
said. 


Deputy McGuffin said he heard Deputy Fascio say, "There's a gun" 
and something else. Deputy McGuffin said he could could not hear 
what it was, but he moved to the side. He heard a sound as though 
the front door was opening. At that time, headlights came up be- 
hind him and drew his attention. About the time he heard the door 
open. He heard Deputy Naranjo call, "Put the gun down, put the 
gun down. Leave the gun alone, don't move." Deputy McGuffin said 
he moved up by Deputy Naranjo and saw the male sitting on the 
couch with a blank stare and the gun was right there at his right 
hand. Deputy McGuffin said he heard two to three rounds go off. 
McGuffin said they called the other male in the house out several 
times. He came out and they cleared the house. 


Deputy McGuffin said they watched the suspect on the couch and 


cleared the other rooms. When they entered the location Deputy 
Naranjo moved the gun away from the couch. 
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On 12-26-95, Investigators interviewed SERGEANT TIMOTHY GLOVER, 
Unit 150S EM's at Norwalk Sheriff's Station. This interview was 
tape recorded, starting at 0400 hours and ending at 0410 hours. 
Below is a synopsis of his interview: 


Sergeant Glover said a call of a 415 family disturbance with a 
possible 417 handgun came out. Additional information was that 
the male at the location was arguing and had fired a handgun ear- 
lier, and if Sheriffs came, he was going to barricade himself in 
his garage. 


Units went to L-tac and advised responding units to meet at Mines 
and Norwalk. When Sergeant Glover arrived at Mines and Norwalk, 
deputies were already responding to the location. Sergeant Glover 
responded to the location. He said he had been there on numerous 
other occasions. 


Sergeant Glover said he first as drive up 
in a vehicle northbound Norwalk. She turned onto Oliver, turned 


left, and drove up on the lawn. Her headlights swept across the 
lawn in front of the house and illuminated Deputy McGuffin. 


Sergeant Glover said the front door of the location is in an al- 
cove. He saw Deputy McGuffin at the corner of the house. 
Sergeant Glover said he stopped Sni heard the front door 
being kicked and heard three gunshots. Sergeant Glover said he 
couldn't see the front door, so he ran around the corner and saw 
Deputy Naranjo standing at the threshold of the door pointing his 
handgun inside the house. Deputy Naranjo was off to the left of 
the front door, McGuffin was to his right, also pointing his hand- 
gun. Deputy Fascio was off to the left farther down the porch. 


Sergeant Glover said he checked on the welfare of the deputies and 
entered the location. The suspect was seated on the couch in the 
living room, sitting up. The handgun was laying on the couch on 
suspect's right, his right hand was touching the gun. 


They checked the house and removed another male from the house. 
Deputy Naranjo approached the suspect and removed the gun from the 
suspect's side, while Deputy McGuffin and Sergeant Glover covered 
him. They radioed for paramedics and when they arrived, the 
coffee table was removed from the front of the couch. The suspect 
was then transported to the hospital. Sergeant Glover said he saw 
numerous beer cans and a box of ammunition. 


On 12-26-95, they interviewed DEPUTY VICTOR NARANJO, Unit 152 
EM's, his partner was Deputy Fascio. This interview was tape re- 
corded, starting at 0419 hours and ending at 0434 hours. Below is 
a synopsis of his interview: 
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Deputy Naranjo said that they were assigned a call of a 415 
family, male inside house in blue or olive shirt threatening the 
family and was 417 (had a gun). One hour earlier the suspect had 
shot the gun. Additional information was that when deputies ar- 
rived, he may run back to the garage and barricade himself. 
Deputy Naranjo said he had Deputy Fascio coordinate with respond- 
ing units to meet at Mines and Norwalk to coordinate a game plan 
to approach the location. 


Unit 151A Prohaff and his trainee (Cramer), were to go to the back 
of the location and contain it. Deputies McGuffin and Fascio were 
to come to the front door with me. Deputy Naranjo and they were 
going to do a door knock. Deputy Stengel was to back up Deputy 
Prohoff£. 


Deputy Naranjo said they approached the location and he stood just 
to the left of the front door jamb. Deputy Fascio was to the left 
of him and was able to see inside the location. 


Deputy Naranjo said Deputy McGuffin was to his right, just below 


him. Once they were all in position, Deputy Naranjo knocked on 
the door. A male voice says "Who is it?" Deputy Naranjo said, 
"The Sheriff's Department." It was quiet inside the location. 


Deputy Naranjo said he was waiting for the door to open. When it 
didn't, he knocked with the flashlight this time. Still there was 
no response from the inside the location. 


Deputy Naranjo said he looked to Fascio, and asked, "Can you see 
anything? What do you see?" Deputy Fascio replied, "I see a male 
sitting on the living room couch. He doesn't have anything in his 
hands." Deputy Naranjo said he again knocked on the door with the 
flashlight. Fascio says, "He's 417" when he said that, Deputy 
Fascio started backing away from the window. From the look on 
Deputy Fascio's face, Deputy Naranjo knew something was wrong. 
Deputy Naranjo said, "What?" Deputy Fascio says, "He's 417." 
Still moving away from the window, Deputy Naranjo said he thought 
the suspect was approaching the window or something was happening 
by that window and he's got a gun. Deputy Naranjo said he chose 
to kick the door in, before the suspect shot Deputy Fascio or him. 
The door swung open. The suspect was sitting on the couch and had 
the gun pointed at the window. Deputy Naranjo said he yelled out 
to the suspect, "Drop the gun." At that time Deputy Naranjo drew 
his gun. The suspect turned and pointed his gun at Deputy 
Naranjo. Deputy Naranjo said he remembered three pops and saw a 
blood spot appear on the suspect's chest. The suspect slumped 
back and the gun dropped on the couch right next to his right 
hand. Deputy Naranjo said the suspect was taking deep breaths. 
Deputy Naranjo said he was yelling to anyone in the house, "Come 
out." He could hear movement. A second male came out of the 
hallway and said, "I told him not to." Deputy Naranjo said 
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someone else took charge of this male, as he was still watching 
the suspect. 


Deputy Naranjo said he and Deputy McGuffin still had their weapons 
pointed at the suspect. Deputy McGuffin said, "I think he's 927'd 
(Person Dead)." Deputy Naranjo said he approached the suspect, 
removed the gun from his side to the stereo and checked the house 
for additional people. 


Deputy Naranjo said that when Deputy Fascio said the suspect was 
417 and started backing up, Deputy Naranjo thought the suspect was 
at the window or something was happening there. He decided to 
take action before the suspect came at them. 


On 12-27-95, Deputy Naranjo's gun was transported to the Firearms 
Section for test firing and returned to Pico Rivera Station to be 
returned to Deputy Naranjo. 

On 12-28-95, Investigators and Lieutenant Brown attended the 
autopsy performed on Suspect Bowles by Dr. Gill. Suspect Bowles 
had a gunshot wound to the center chest and a gunshot wound to the 
right side of his chest next to his right nipple. Both gunshots 
were through and through and fatal. 


Dr. Gill will prepare a protocol of his findings which will be ob- 
tained and made a permanent part of this file. 


Investigation is continuing, with further reports to follow. 


BY: SERGEANT JACQUELINE FRANCO, BEEMEE 
INVESTIGATOR FRANK DURAZO, Zz 4 
APPROVED BY: LIEUTENANT JOSEPH bona MA = TL 
VISION 
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COUNTY OF LOS ANGELES - SHERIFF'S DEPARTMENT - SUPPLEMENTARY REPORT 


DATE. JANUARY 12, 1996 FILE NO. 095-10917-1575-055 


ASSAULT WITH A DEADLY WEAPON ON A Action Taken__ACTIVE/INVESTIGATION 


PEACE OFFICER - 245 P.C. NADE/EVIDENCE HELD 


NARANJO, VICTOR (DEPUTY SHERIFF) ASSIGNED TO PICO RIVERA STATION 


12-25-95 (MONDAY) AT APPROXIMATELY 2300 HOURS 


Bk Bounevarp, WHITTIER (UNINCORPORATED COUNTY AREA) 


BOWLES, JAMES MW/34, DOB: 10-20-61 (DECEASED) 


EVIDENCE HELD 


Item #1 Expended 9mm shell casing, located 4 feet 8 inches 
south of the north edge of the front porch, and 6 feet 


7 inches east of the west edge of the front porch. 


Item #2 - Expended 9mm shell casing, located 1 foot 8 inches 
south of the north edge of the front porch, and 3 
inches east of the west edge of the front porch. 


Item #3 - Expended 9mm shell casing, located 1 foot 1 inch west 
of the west edge of the front door, and 2 feet 5 
inches south of the north wall of the living room. 


Item #4 - Expended bullet projectile, located on the carpet of 
the living room, 9 feet 7 inches west of the east wall 
of the living room, and 10 feet 4 inches south of the 
north wall of the living room. 


Item #5 - Two pieces of an expended bullet core, recovered in- 
side of the fireplace, which is located on the west 
wall of the master bedroom, which is west of the 
living room. 


Item #6 - A Charter Arms, .357 Magnum revolver, 4 inch barrel, 
serial #388266, recovered atop the northernmost stereo 
speaker of the home entertainment center, which is lo- 
cated on the east wall of the living room. 


Item #7 - A plastic tray containing 42 live, "SFL," .357 Magnum 
cartridges, located on the northeast corner of the 
coffee table in the livirg room. 
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Item #8 - Expended bullet projectile, recovered from the inside 
of the north end of the couch, which was located 
against the west wall of the living room. 


RRR RRR RRR 


On 12-25-95, Monday, at 2330 hours, Investigators were contacted 
at their respective residences and detailed to the location to in- 
vestigate the circumstances surrounding a deputy involved 
shooting. 


Investigators arrived at the location at 0030 hours on 12-26-95, 
Tuesday, and contacted Investigators Jacqueline Franco and Frank 
Durazo of the Homicide Bureau. Investigators Comstock and Lee 
were detailed by Investigators Franco and Durazo to conduct an in- 
vestigation of the location of the shooting. 


Investigators noted the location to be a single story residence 
located on the west side of Norwalk Boulevard, facing east. The 
location is at the southwest intersection of Norwalk Boulevard and 


Aldrich Stree ocation bears the residential address of 
HMMM and is an stucco exterior with a DM 


The location has a composition roof and has =z strip 
concrete driveway running in an east/west direction, along the 
=< | of the house. The north exterior wall of the location 
is MN of the MMMM curb line of Aldrich Str d the 

easternmost wall of the location is E the 
E Curb line of Norwalk Boulevard. 


Entry to the location is gained from Norwalk Boulevard by walking 
up the ME strip driveway to the front private sidewalk, 
which runs in a north/south direction from the driveway to an 
east/west private sidewalk that leads to the front porch. 
Investigators noted in the driveway of the location, parked in a 
southeasterly direction, across the driveway, a tan Nissan Sentra, 
two door, license JJ. Investigators noted the outside tem- 
perature was extremely cool, yet the radiator of the Sentra was 
still warm. 


Investigators noted that the private sidewalk is approximately 18 
feet north to south, where it intersects and makes a 90 degree 
right hand turn to a westbound direction, leading to the front 
porch. This sidewalk leads approximately 9 feet westbound to the 
front porch of the location. A single step up is required to get 
onto the front porch. The front porch is oriented 18 feet north 
to south, and 6 feet east to west. The roof covering the entire 
porch is composition shingle, which has two vertical supports, 
four by four post, located at approximately the center of the 
front porch on the east edge of the porch. The front door to the 
location is at the west edge of the front porch, near the north 
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end of the porch. The front door is a standard 36 inch entry 
door, solid core, and opens in a westbound direction from the 
south to the north. Investigators noted at the south side of the 
front door, a porch light, which was in the on position at the 
time of Investigators arrival. The front door to the location has 
no screen door or other covering. Investigators noted an old 
recliner type chair located at the south end of the front porch, 
along with several old planting pots. 


Investigators noted the center portion of the porch, on the west 
side, to contain two approximately 3 1/2 by 4 1/2 foot clear glass 
windows, which allow a view into the interior of the living room. 
Investigators noted a screen on the north side of each of the win- 
dows and the windows are of an aluminum frame, sliding type. 
Investigators noted curtains on the inside of both windows with a 
white backing material toward the side of the windows. The north- 
ernmost window has an approximately 1 to 11/2 inch wide gap in 
the curtains, allowing a view into the living room, taking in the 
living room couch area. The window on the south also has a gap 
approximately 2 inches wide, allowing a similar view of the couch 
and the west wall of the living room. Investigators further noted 
on the sides of both windows, a gap of the curtains, which also 
allows a view of various portions of the living room, depending 
upon where the viewer is oriented in regards to the gap. The 
viewer, upon moving, can see the living room, entry into the back 
bedroom, and entry into the hallway on the north end of the living 
room. Also the viewer can look to the south and observe the south 
wall of the living room and partially, an entry into an adjoining 
dining room, to the south of the living room. 


Investigators noted the front door in the full open position and, 
what appeared to be, a black smudge, located on the exterior of 
the door. This smudge was approximately 30 inches above floor 
level, and 8 inches north of the south edge of the door. 

Investigators noted a portion of a yellow metal door chain laying 
on the carpet, 3 inches south of the north wall of the living 
room, and approximately 3 feet west of the east wall of the living 
room. The south portion of the door jamb is splintered with ap- 
proximately 1 inch by 1 inch by 5 inch piece of the door jamb 
laying on the living room carpet, west of the front door. This 
door jamb extends from approximately 7 feet to 12 feet in dis- 
tance, from the east wall of the living room. The dead bolt of 
the lock mechanism of the front door is in the full lock position. 
Investigators noted the interior door jamb of the front door 
painted brown on top, as well as the north side of the door. 
However, the south side of the door jamb was in new unpainted 
wood. Investigators further noted the area of dry wall surround- 
ing the door jamb was approximately 4 inches in a horizontal plain 
and 8 inches in a vertical plain, near the door striker plate, was 
missing. Investigators noted that although the dry wall was miss- 
ing from the wall, there was no dry wall material on the carpet of 
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the living room. The door striker plate was located on the car- 
pet, approximately 1 foot south of the north wall of the living 
room, and 8 inches west of the west side of the entry hallway that 
leads to the north bedrooms of the location. The dead bolt plate 
was laying on the carpet, approximately 8 feet west of the east 
wall of the living room, and 4 1/2 feet south of the north wall of 
the living room. Investigators noted numerous small pieces of 
wooden splinters located on the living room carpet, west of the 
doorway. 


Investigators further noted what appeared to be a man's wedding 
band located on the carpet, approximately 18 inches south of the 
north wall of the living room, and 8 inches west of the north 
hallway of the living room. This wedding band appeared not to be 
perfectly round. The ring appeared to have come in contact with a 
hard object, causing it to be more of an oval, than a circle. 


Investigators noted the furniture of the living room to be as fol- 
lows: The north wall contained a flower basket located at the 
intersection of the north and west walls. A standard size wall 
heater was located approximately the center of the north wall, be- 
tween the west wall of the living room and the west edge of the 
north hallway entrance, which leads to the bathroom and other 
bedrooms on the north side of the living room. The east wall of 
the living room contained the front door, located at the northeast 
corner, followed by an approximately 3 1/2 foot high by 18 inch by 
18 inch stereo speaker, located at the north end of an ap- 
proximately 6 foot wide entertainment center, and a additional 
stereo speaker identical to the first described stereo speaker, 
located at the south end of the entertainment unit. The south 
wall of the living room had a brown love seat, as well as an 18 
inch by 24 inch corner table containing a small lamp, which was in 
the southwest corner. The lamp was in the on position. The west 
wall contained a brown couch, as well as an 18 inch by 24 inch 


corner table, located to the north edge of the couch. North of 
the corner table was an entry leading in a westbound direction, 
into the master bedroom of the location. Investigators noted a 


coffee table approximately 18 inches by 5 foot oriented in a 
northeast to southwest direction, in front of the living room 
couch. 


(Investigators learned later from deputies that the coffee table 
had originally been in a north/south position, just in front of 
the living room couch, but was moved by deputies upon their ar- 
rival in an effort to administer first aid to Suspect Bowles). 


Investigators recovered the following evidence as they were con- 


ducting an investigation of the front porch, living room, and 
master bedroom of the location. 
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All items of evidence were collected by Sergeant B. Harris of the 
Sheriff's Criminalistics Laboratory, Firearms Section, who 
transported the items of evidence to the Criminalistics Laboratory 
for further examination. 


Evidence Held Item #1, 9mm casing, was located 4 feet 8 inches 
south of the north end of the front porch, and 6 feet 7 inches 
east of the front door of the location. Evidence Held Item #2, an 
expended 9mm shell casing, was atop the front porch proper, 1 foot 
8 inches south of the north end of the front porch, and 3 inches 
east of the front door threshold. Fvidence Held Item #3, 9mm 
shell casing, was located 2 feet 5 inches south of the north wall 
of the living room, and 1 foot 1 inch west of the west edge of the 
front door threshold. Evidence Held Item #4, expended bullet 
projectile, was located in front of the living room couch, 9 feet 
7 inches west of the east wall of the living room, and 10 feet 4 
inches south of the north wall of the living room. Evidence Held 
Item #6, Charter Arms, .357 Magnum revolver, was located atop the 
north speaker of the entertainment center, which was located ad- 
jacent to the east wall of the living room. Evidence Held Item 
#7, plastic tray of .357 Magnum ammunition, was located at the 
northeast end of the coffee table. 


Investigators noted a pair of ladies boots, white in color, on the 
carpet in front of the northwest edge of the love seat. Also, 
three white sweat socks were located on the carpet, in front of 
the southeast area of the couch. A pair of men's black lace up 
boots were located on the living room carpet, approximately 3 feet 
south of the center of the north wall hallway, leading to the 
bedrooms of the location. 


Investigators noted an approximately 1 inch by 1 1/2 inch hole in 
the dry wall ceiling material of the living room. This hole was 
located approximately 3 feet south of the north wall, and 1 foot 
west of the north hallway doorway. Investigators were unable to 
determine the exact cause of the hole in the ceiling of the living 
room. Investigators further noted along the west wall of the 
living room, and to the north side of the entry to the master 
bedroom, a cardboard box containing eight pistons and connecting 
rods to an automotive engine. Upon closer inspection, 
Investigators noted, along with Sergeant Harris of the Firearms 
Section, an apparent series of gunshot holes located in the arm 
and back of the living room couch. Investigators also observed a 
pool of blood located on the northernmost seat cushion of the 
couch. There was a cigarette butt laying on the cushion in the 
puddle of blood. Investigators noted at the south end of the 
couch an empty Camel's cigarette box. Investigators noted atop 
the end tables, as well as the coffee table, numerous empty 12 
ounce cans of Budweiser beer, two ashtrays, a 2 liter diet Pepsi 
bottle, two packs of Camel cigarettes, television remote control, 
two drinking glasses, one coffee cup, and a Fiocchi .357 Magnum 
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cartridge box, which was empty, adjacent to the plastic container, 
containing the 42 live rounds of .357 Magnum ammunition. There 
was also a pair of rubber gloves, apparently left by paramedics 
during their life saving efforts. 


During the close up examination of the couch and the living room, 
Investigators noted two apparent gunshot holes in the back rest of 
the couch and a series of entry/exit holes in the north arm of the 
couch. After the couch was moved out and away from the west wall 
of the living room, Investigators noted two holes in the material 
covering the back of the couch. These two holes lined up with the 
two holes in the front back rest of the couch and also two holes 
located in the west wall of the living room itself. Investigators 
noted that the northernmost hole in the west wall travelled 
westbound, through the wall, and through the east wall of the 
master bedroom of the location. Investigators followed the path 
of travel and located Evidence Held Item #5, bullet fragments, 
from the interior of the fireplace in the west wall of the master 
bedroom. 


During the examination of the couch, Sergeant Harris located 
Evidence Held Item #8, expended bullet projectile, from the inte- 
rior of the couch, near the north end of the couch. The 
southernmost hole on the west wall of the living room was opened 
up by Sergeant Harris, but he was unable to recover any projectile 
from the interior of this wall. 


It should be noted there is no exit hole for the projectile, as it 
did not travel through the east wall of the master bedroom. 


While at the location, Investigators were assisted by Deputy 
Salazar and Darnell Carter of the Sheriff's Department, 
Criminalistics Fingerprint Section. Deputy Salazar took colored 
photographs of the interior and exterior of the location, at the 
direction of Investigators, as well as preparing a diagram of the 
location, which will be submitted and will become a permanent part 
of this file. 


A video tape of the interior and exterior of the location was 
taken by Darnell Carter and will be submitted and made a permanent 
part of this file. 


During the examination of the couch, Sergeant Harris placed 
various rods through the bullet holes in the couch, depicting the 
projectiles path of travel. These items were photographed by 
Deputy Salazar. 


Investigators noted the bullet holes in the west wall of the 
living room were as follows: The northernmost bullet hole was lo- 
cated 36 inches south of the south edge of the doorway, leading to 
the master bedroom, and 15 inches above the floor level. The 
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southernmost hole was located 56 inches south of the south edge of 
this same doorway, and 18 inches above the floor level. 
Investigators noted that a bullet hole was located on the east 
wall of the master bedroom, approximately 39 inches south of the 
south edge of the doorway to the master bedroom, and 21 inches 
above floor level. This bullet hole lined up with the north- 
ernmost hole of the living room. Investigators noted that the 
floor level of the master bedroom is 7 inches lower than the floor 
level of the living room. 


Investigators noted the interior of the master bedroom to be as 
follows: On the north wall is a queen size bed with a chest of 
drawers and headboard assembly on both sides of the bed. On the 
west wall is a door exiting to the back yard of the location, a 
window facing the back yard, a fireplace, and an additional window 
facing the back yard. The south wall comprises a closet anda 
chest of drawers with a television atop the chest of drawers. The 
west side of the south wall comprises a doorway, which enters into 
the kitchen area. The east wall of the location has a chest of 
drawers and a doorway, which enters into the living room of the 
location. 


The overall dimensions of the master bedroom are 9 feet in an 
east/west direction, and 17 feet 4 inches in a north/south direc- 
tion. 


Investigators further noted that the overall dimensions of the 
living room of the location are 12 feet 8 inches in an east/west 
direction, and 17 feet 4 inches in a north/south direction. 


Investigators noted that to the south of the living room and 
master bedroom are a kitchen, dining room, and another portion of 
the house, which is apparently an additional residential unit, 
which was vacant at the time of this incident. 


The north side of the residence, north of the living room, ac- 
cessed from an entry from the living room area, contained a 
northwest and a northeast bedroom, as well as a bathroom, which 
for the purposes of this report are unremarkable. 
Investigation is continuing with further reports to follow. 
BY: SERGEANT MICHAEL LEE, : a 
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